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NOTICE 


This University follows seven point grading system [Cumulative Grade 
Point Average (CGPA)] on base of 10 and the University does not award 
marks, nor class/division to a student at the semester or degree level as 
per Academic Regulation of the University. 

In partial modification to our earlier Notice No. 358, dated 02.02.2012 
and pursuant to decision of the 18 th Academic Council meeting held on 
07.04.2012 & subsequent decision taken by the 18 th Board of 
Management meeting held on 17.04.2012, the following formula may be 
used by the concerned organization/ individual at their discretion to 
obtain the equivalent percentage of marks for the CGPA awarded to the 
students of this University. 


Equivalent Percentage of Mark = (CGPA - Q.5Q) x j p | 

REGISTRAR 


Hd. Qrs. : Rourkela - 769 004, Tel. : (0661 ) 2501349, Fax : 2501345 
Camp : Central Placement Cell, Gandamunda. Bhubaneswar - 30* Ph. : (0674) 2352223, 2352314, Fax : 0674 - 2352329 


